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Culendur for the Bear 1908-1909 


Christmas vacation, December 23—Janu- 
ary 4. 

First term ends January 30. 

Second term begins February 1. 

Graduation Exercises, June 3. 

Annual Exhibition, June 3, 4, 5. 

Enrolment Evenings, September r6, 17, 18. 

First term begins September 20. 

Election Day, Thanksgiving Day, Lincoln's 
Birthday, Washington's Birthday and Memorial 
Day are holidays. 
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Board nf Trustees 


uf Schools for Industrial Education uf the City of 
Trenton 


The Governor of New Jersey, ex-officio 
Тоны FRANKLIN Fort 


The Mayor of the City of Trenton, ex-officio 
WALTER MADDEN. 


Garret D. W. Vroom 
FREDERICK Н. CLARK 
CHARLES HowELL Соок 
ARCHIBALD M. Mappock 
Epwarp С. STOVER 
Harry C. TAYLOR 
BENEDICT С. KUSER 
KARL. G. ROEBLING 
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Officers uf the Board 


Garret D. W. Vroom, President 
Epwarp C. Stover, Treasurer 


ROBERT C. BELVILLE, Secretary 
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Advisory Board 


HE FOLLOWING gentlemen, engaged 
in professions requiring an intimate 
knowledge of the industrial arts, have 

kindly consented to serve as an Advisory 
Board and assist the faculty of the school with 
advice and criticism : 


Herman C. MUELLER 
Robertson Art Tile Company, Trenton 


ALBERT A. SOUTHWICK 
Tiffany & Co., New York 


WILSON A. STREETER 
Bailey, Banks & Biddle Co., Philadelphia 


Howarp Н. MAXFIELD 
Pennsylvania R. R. Shops, Trenton 


Cart F. ADAMS 
Adams Electric Co., Trenton 


Aaron W. Gace 


Providential Tile Co., Trenton 


CHARLES B. UPJOHN 
Trent Tile Co., Trenton 


WILLIAM E. PEDRICK 


Artist, Trenton 
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Загир 


Frank Forrest FREDERICK 
Director The School of Industrial Arts 
History of Art, Theory of Color, Perspective, Historic Ornament 


Henry R. MacGinnis 


Designer, Landscape Painter 
Designing, Drawing from the Antique, Figure Composition 


Frank Guy APPLEGATE 
Modeler 


Frechand Drawing, Modeling 
R. SLOAN BREDIN 
Portrait Painter, Illustrator 


Drawing and Painting from Life, Illustration 


STUART WELLS BENSON 
Chief Draftsman Trenton Iron Co. 
Advanced Mechanical Drawing, Applied Mechanics 


Joun Donatp HiNps 
Chief Draftsman Trenton Potteries Co. 
Mechanical Drawing 
Frank GRAHAM HOLMES 
Art Director, Lenox Incorporated Pottery 
Porcelain Designing 
WILLIAM HOWARD CLAYTON 
Superintendent Decorating Department Lenox Incorporated Pottery 


China Painting 


Otis FREEMAN JOHNES 


Contractor and Builder 
Architectural Drafting, Building Construction 
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FREDERICK WILLIAM Асоск 


Architect P 
Architectural Design 


WILLIAM Norris MUMPER 
Head Department of Physics, State Normal School, Trenton 
Chemistry 


J. HOMER STOVER 
Assistant Department Ceramics, Rutger's College 
Assistant іп Chemistry 


Max PHILLIP Morrison 


Draftsman, Trenton Iron Co. е 
Mathematics 


Gustav HEINZ 


Chemist, Trenton Potteries Co. 2 
Ceramics 


ALICE PROVOST 


Book Binder T 
Book Binding 


Susan STOUT WEART 


Designer 


Juvenile Class 


KATHERINE С. LONG 
Advanced Juvenile Class 


ALVAII GEORGE CLARK 


Secretary 
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Che ЖаПпшіпп Courses are (Offereh : 


DAY CLASSES 
2.00 to 5.00 o'clock 


1. Freehand Drawing 


A. foundation course required of all can- 
didates for either Fine Art Diploma. 

This course includes (1) drawing from 
casts of architectural ornament—Greek, 
Gothic, Renaissance, etc.; (2) study of 
geometric solids in order to learn the 
principles of perspective ; (3) study of still- 
life, furniture and interiors in order tolearn 
to apply perspective; and, (4) study of 
human and animal form from casts. 

The work of this course is entirely in 
pencil outline. 


Mr. Applegate, Instructor. 
Tuesday and Thursday afternoons and evenings. 


2. Light and Shade 
This course supplements the work of 
course I and may be taken at the same time 
upon alternate days. Students learn to rep- 
resent still-life, casts of ornament, etc., by 
means of values of charcoal, oil mono- 
chrome and water color monochrome. 


This course must be taken by all who 
wish to enter the painting classes. 


Course 1 required. 
Mr. Frederick, Instructor. 
Wednesday and Friday afternoons. 


4. Painting 


In this course students begin the study 
of color and work from groups of still- 
life, fruit and flowers in oil or water color. 

The School owns an interesting collec- 
tion of still-life and students devote much 
time to the’ composition of the groups 
painted. 

During the Spring, if the weather per- 
mits, the class works from nature, studying 
landscape composition and the methods 
of work of the landscape painter. 


Courses 1 and 2 required. 
Mr. MacGinnis, Instructor. 
Monday, Wednesday and Friday afternoons. 


5. Head and Costumed Figure 


Drawing and painting the head for the 
study of portraiture, and the costumed 
figure for its use in illustration. 

Through the kindness of Charles Scrib- 
ner’s Sons, the School has on exhibition a 


large collection of original drawings for 
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illustrations that have appeared in Scrib- 
ner's Magazine. Тһе attempt is made to 
keep the work of the class up to the stand- 
ard of execution set by these drawings. 
It is impossible for any school to graduate 
a portrait painter, an illustrator or a car- 
toonist, for artists are “born and not 
made," but every endeavor is made to 
give the students not only sound training 
in drawing, painting and composition, but 
a knowledge of the many special require- 
ments of the reproductive processes with- 
out which the young artist is at great dis- 
advantages when he attempts to make his 
knowledge serve a practical end. 


Courses 1, 2, 8 and 4 required 

Mr. Bredin, Instructor. 

Monday, Tuesday, Wednesday, Thursday and Friday after- 
a noons. 


6. Principles of Design 


In this course the grammar of ornament 
is studied—the methods of laying-out and 
developing patterns, the construction of 
borders, etc. 

There are certain principles underlying 
all design for every purpose, and it is the 
object of this course to start the student 


in the work with a thorough knowledge of 
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these principles and with the ability to 
carry them out. [Instruction in lettering is 
given in this class. 


Mr. MacGinnis, Instructor. 
Monday, Wednesday and Friday afternoons and evenings. 


7. Applied Design 


In this course the principles of design 
are applied to special problems, as wall 
paper, tile, metal work, jewelry, pottery, 
etc. Students are at liberty to prepare 
designs in this class and execute them in 
any of the craft classes. 


Course 6 required. 
Mr. MacGinnis, Instructor. 
Monday, Wednesday and Friday afternoons and evenings. 


8. Modeling 


Copy of casts of ornament, and details 
of human and animal forms, followed by 
(1) study of masks, busts, the antique fig- 
ure and life, for students of sculpture; or 
(2) study of architectural ornament from 
photographs and from original designs, 
for students of architectural decoration ; 
or (3) relief decoration, for students of 
ceramics; or (4) pottery form-building, 
spinning, making moulds, casting, press- 
ing, firing and glazing for pottery students. 
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The school is equipped with everything 
necessary for transforming the raw clay 
into glazed and decorated ware. 


Mr. Applegate, Instructor. 
Monday, Wednesday and Friday afternoons and evenings. 


9. Figure Composition 


Study of the figure as a means of deco- 
ration in architectural ornament, mural 
painting, jewelry, pottery, etc. 

Courses 1, 2 and 3 required. 


Mr. MacGinnis, Instructor. 
Tuesday and Thursday afternoons. 


10. Historic Ornament 


Study of the historic styles of ornament. 
Copies of originals, and orginal arrange- 
ment of the styles. 


Mr. Frederick, Instructor. 
2 o'clock Mondays. 


11. Artistic Anatomy 


Study of the construction of the figure, 
the function of the bones and muscles. 
Study of the action of the figure. 


Mr. MacGinnis, Instructor. 
4 o'clock Fridays. 
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12. 


13. 


14. 


15. 


Theory of Color 

The aim of this course is to develop 
colorappreciation. Each student executes 
at home a series of thirty-five plates in 
color, illustrating harmony, contrast, etc. 
These are criticised before the class by the 
instructor and by the students. The ob- 
ject is not to teach any special theory of 
color, but to develop each individual’s own 
sense of color. 


Mr. Frederick, Instructor. 
11 o'clock Saturdays. 


Mechanical Drawing 
Use of mechanical drawing instruments. 
Geometry. Orthographic projection. 


Mr. Frederick, Instructor. 
8 o’clock Mondays. 


History of Art 
Illustrated lectures and assigned reading. 


Mr. Frederick, Instructor. 
Time to be announced. 


Mechanical Perspective 

The perspective of common objects, 
furniture, interior, etc. A course required 
of all students of interior decoration. 


Course 13 required. 
Mr. Frederick, Instructor. 
4 o'clock Mondays. 
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16. 'leachers Class 


Special work for public school teachers 
only. The course is planned especially to 
assist teachers in their work in the public 
schools. 


Mr. MacGinnis, Instructor. 
9 to 11 o'clock Saturday. 


17. Juvenile Class 
A class for public school children. Prob- 


lems in drawing, painting and designing, to 
supplement their work in the public schools. 
Children must be at least ten years of age 
to enter this class. 


Miss Weart, Instructor. 
9.30 to 11.80 o’clock Saturdays. 


$8. Advanced Juvenile Class 


This class is open only to children who 
wish to study art seriously. The course 
extends over eight years—each year being 
devoted to some one branch of art study. 


During the coming year the class will study 
modeling. 


Course 17 required. 

Mrs. Long, Instructor. 

9 30 to 11.30 o'clock Saturdays. 
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19. 


20. 


Book Binding 


This course prepares students to bind 
books according to the highest standards 
of hand work. Beginners are first given 
elementary work, such as the casing of 
note books, portfolios, etc., and are then 
instructed in extra binding, gold and blind 
tooling, and decoration in mosaic ; also in 
the mending and repairing of old books. 

For the special fee charged for this 
course, see page 36. 


Miss Provost, Instructor. 
Monday and Tuesday afternoons; Tuesday and Thursday 
evenings. 


Metal Working 


Тһе aim of this class is to promote a 
greater skill in, as well as a higher appre- 
ciation of the craft of the metal worker. 
The soft metals (copper, brass and silver) 
are used because they yield easily and 
quickly to the hand. 

Work is carried on in piercing, hammer- 
ing, chasing and repouse or embossing. 

This class offers the student the oppor- 
tunity to apply his work in design to beau- 
tiful and useful objects for the home. 


Mr. MacGinnis, Instructor. 
Tuesday and Thursday afternoons. 
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EVENING CLASSES 
7.30 to 9.30 o'clock 


Courses 1, 6, 7, 8 and то, described above, 
are also offered in evening classes. 


3. The Antique 


This is considered one of the most im- 
portant classes in the Fine Art Department 
of the School. A large room, perfectly 
lighted, is equipped with a good assortment 
of reproductions of Antique and Renais- 
sance sculpture, and the instructor devotes 
his entire time for two evenings per week 
to the class. 

Students who wish to enter the Life 
Class (Course A) must prove their ability 
to draw in this class. The work is divided 
as follows: 


(a) Elementary—Details of the face and 
figure, masks and busts. 

(b) Advanced—The figure. 

Students engaged in professions requir- 
ing a knowledge of ornament are given the 
opportunity in this class to make a thor- 
ough study of the various styles. 


Mr. MacGinnis, Instructor. 
Tuesday and Thursday evenings. 
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A. Life Class 


The work offered in this class is similar 
to that of Course 5 (see page 9) with the 
addition of the opportunity to study from 
life. This is the only evening class in ses- 
sion every evening, but the School believes 
that there is no training so necessary, not 
only for the professional art student, but 
for the architect, designer and modeler, as 
drawing from life. Students must prove 
their ability to profit by the instruction 
given before they can enter this class. 
Generally students spend two years (two 
nights per week) in the antique class in 
preparation. 


Course 3 required. 

Mr. Bredin, Instructor. 

Monday, Tuesday, Wednesday, Thursday and Friday even- 
ings. 


B. Porcelain Designing 


Development of forms suitable for por- 
celain and pottery. Designing flat orna- 
ment for each problem. Application of 
color upon china and porcelain. Design 
of relief ornament. This course, in co-op- 
eration with course 8 (modeling), allows 
the student to design forms, turn them, 


apply decoration m relief, make moulds, 


etc., and apply glazes. Тһе school oper- 
ates its own kiln. 


Mr. Holmes and Mr. Clayton, Instructors. 
Monday, Wednesday and Friday evenings. 


С. Architectural Drawing 


This course is planned primarily for 
carpenter, mason and electrical trade 
apprentices and journeymen. 

After executing several plates of geo- 
metric problems, to learn the use of draw- 
ing instruments and acquire habits of 
accuracy, the class works out a set of 
plans, elevations and details of construc- 
tion of a frame house. This is followed 
by details, full size or at large scale, of 
fire-places, stair-cases, etc. 
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Mr. Johnes, Instructor. 
Monday, Wednesday and Friday evenings. 


D. Mechanical Drawing 


Beginning with the use of instruments 
and materials, the student makes draw- 
ings composed of simple straight and 
curved-lined designs. The making of these 
requires the use of nearly all the instru- 
ments comprising the ordinary outfit of a 
draftsman. 


Next, the student is taught a good style 
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of lettering, to be used on all subsequent 
work. He then proceeds to the mak- 
ing of from six to eight small plates of 
geometrical figures, whose successful exe- 
cution depends upon accuracy. Many of 
these constructions are of almost daily use 
to a draftsman. 

Тһе representation of simple objects in 
plan and elevation is used to introduce 
simple orthographic projection, which is 
thoroughly treated. Тһе intersection and 
development of surfaces is given extended 
attention, students being taught how to 


. lay out such work as the elbow of a fur- 
nace pipe, a hopper, or an exhaust head. 
S A number of working drawings are 


made according to good shop systems. 
Free use is made of blue prints, one of 

the objects of the course being to teach 

the students facility in the reading of these. 


Mr. Hinds, Instructor. 
Monday, Wednesday and Friday evenings. 


E. Mlathematics 


In arithmetic the main attention is given 
to factors, common fractions, percentage, 
involution and evolution, ratio and pro- 
portion. 


The work in algebra includes definitions, 
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fundamental operations, a brief drill in 
factoring and cancellation, fractions, simple 
equations with one or more unknown 
quantities, and problems leading to simple 
equations. Transposition and substitu- 
tion in equations and formulas receive 
special attention. 

Geometry is taught so as to include 
only the most important propositions of 
the first five books. Mensuration, studied 
in connection with geometry, includes the 
measurements of triangles, rectangles, 
trapezoids, hexagons and circles; the sur- 
faces and volumes of prisms, cylinders, 
pyramids, cones, frustra and the sphere. 

Examples as solved by the class consist 
of such problems as calculating the weight 
of a casting, the dimensions being given, 
or of finding the ratio of steam space to 
water space in a horizontal multitubular 
boiler. 


Mr. Morrison, Instructor. 
Tuesday and Thursday evenings. 


F. Advanced Mechanical Drawing 


Тһе course in advanced mechanical 
drawing aims to teach the proper way of 
making the necessary dimensioned draw- 


ings and tracings for use in practice. 
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The student makes freehand sketches 
of machinery and machine parts, with 
which the draughting room is well sup- 
plied, and from these sketches he prepares 
working detail and assembly drawings 
without making further reference to the 
parts represented. 

Considerable attention is paid to the 
motions and forms of the various mecha- 
nisms occurring in ordinary industrial 
machinery. The course thus contains val- 
uable features relating not only to mechan- 
ical drawing but to the subjects of mechan- 
ism and elementary machine design. 

Sufficient mathematics and mechanics 
are included to equip a student for a 
career in the ordinary draughting room. 


Course D required. 
Mr. Benson, Instructor. 
Monday, Wednesday and Friday evenings. 


H. Applied Mechanics 


The materials used for construction 
purposes in the mechanic arts are studied 
with reference to their proper uses and 
their behavior under different conditions 
and various kinds of stress. In this way, 
a study is made of the strength of beams, 


columns, shafting, ropes and chains. 
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Тһе student receives a good elementary 
course in machine design, covering fasten- 
ings, axles and shafts, bearings, gearing, 
belting and flange connections. 

The course concludes with the design of 
a complete simple machine, such as a der- 
rick or a light jib crane. 

Courses D, E and F required. 


Mr. Benson, Instructor. 
Monday, Wednesday and Friday evenings. 


1. Advanced Architectural Drawing 


| The class in advanced architectural 

| drawing is open to students of the school 

| who һауе received a passing grade in 

| course C, and to draftsmen who already 

| havesome knowledge of architectural draw- 
ing. The work of the course will include 
a study of the orders of architecture, and 
practice in drawing full size details of con- 
struction. 


Course C required. 
Mr. Acock, Instructor. 
Tuesday and Thursday evenings. 


P. Architectural Design 


A continuation of course I. Each stu- 


dent will select a problem, as a store front, 
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residence, etc., and execute а complete set 
of plans, elevations and details. 


Course I required. 
Mr. Acock, Instructor. 
Tuesday and Thursday evenings. 


J. General Chemistry 


Lectures, experiments, recitations and 
individual laboratory work on the common 
elements and compounds. Тһе aim is to 
establish a clear understanding of the 
principles and laws which are the founda- 
tion of all departments of chemistry, to 
secure a familiarity with the meaning of 
chemical formulas, atomic weights, molecu- 
lar weights, and the principles of the so- 
called chemical arithmetic; to secure as 
extensive a knowledge of the facts of 
general chemistry as the time will permit. 


Mr. Stover, Instructor. 
Monday and Wednesday evenings. 


K. Analytical Chemistry 


Qualitative analysis, or the principles 
and methods of determining the elements 
which enter into the composition of vari- 
ous substances; quantitative analysis, or 
the determination of the exact amount of 


each constituent in any compound ; elec- 
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tro chemistry, or the relation of the elec- 
tric current to the chemical processes 
which take place in batteries, electro-plat- 
ing, etc. 

Course J required. 


Dr. Mumper, Instructor. 
Tuesday and Thursday evenings. 


L. Applied Chemistry 

This year is devoted to the chemical 
study of materials used in particular indus- 
tries selected by the students, such as 
clays, glazes, oils, iron, steel, etc. Students 
will undertake such research work as their 
abilities and the equipment will permit. 

There will also be a study and discus- 
sion of the current literature on the vari- 
ous lines of industrial or applied chemistry. 


Course K required. 
Dr. Mumper, Instructor. 
Tuesday and Thursday evenings. 


М. Wiring 
Wiring diagrams. Electrical installation 
from a practical view-point. The automo- 
bile battery and spark ignition. Тһе Nat- 
іопа! Electrical Code. Plans, specifications 
and contracts. Electrical supplies. 


Course C required. 

Instructor. 

Tuesday and Thursday evenings. 
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W. Elementary Electrical Theory and Practice 


O. 
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Elementary lessons in the design and 
construction of electrical machinery. The 
electrical development in automobile con- 
struction. Practical demonstrations and 
experimental work. Competition design- 
ing. 


Course M required. 


, Instructor. 
Tuesday and Thursday evenings. 


Ceramics 


This course is planned to give a general 
knowledge of ceramics. The work varies 
from year to year, but the following outline 
suggests its scope : 

A. Lectures on General Ceramics : 

Ceramic raw materials and their chemi- 
cal constituents ; body making; raw ma- 
terials of glazes ; glaze making; manufac- 
turing of ware; drying ; decorating and 
burning ; kilns; fuel, etc. 

B. Lecture on Ceramic Calculating: 

Chemical formations of ceramics; un- 
derstanding of ceramic formulas; Segar 
formulas ; calculation of bodies and glazes 
on chemical base. 

C. Application of theory. 


Individual instruction in making bodies 
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and glazes for the different branches of 
clay industries, as terra-cotta, earthen- 
ware, majolica, porcelain, bone and spar 
china, etc. ; decoration of the different pro- 
ducts. 


Mr. Heinz, Instructor. 
Tuesday and Thursday evenings. 
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Biplomas 
The School Grants Six Diplomas: 

For the Fine Art Course. 
For the Evening Fine Art Course. 
For the Mechanics’ Course. 
For the Chemistry Course. 
For the Electrical Course. 
For the Architectural Course. 
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Hine Art Course 
Grading fn Diploma 


This course offers (1) an all-round training 
in the various branches of art study for students 
who wish to become teachers in the public 
schools, and (2) a general training, for students 
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who wish to make art а profession, that fits them 
to enter advanced classes in the professional 
art schools at home and abroad. 


First YeEAr—* Drawing the major study. 


Course r. Freehand Drawing. 
Course 2. Light and Shade. 
Course 3a. Elementary Antique. 
Course 10. Historic Ornament. 
Course 12. Theory of Color. 
Course 13. Mechanical Drawing. 


SECOND Yrar—Designing the major study: 


Course 6. Principles of Design (First 
Term). 

Course 7. Applied Design (Second 
Term). 

Course 3b. Advanced Antique. 

Course 11. Artistic Anatomy. 

Course 15. Mechanical Perspective. 


THIRD YEAR—Painting the major study: 


Course 4. Painting (First Term). 

Course 5. Head and Costumed Figure. 
(Second Term). 

Course A. Life Class. 


XFor full description of courses, see pages 8--17. 
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Fourty YEAR—Modeling the major study: 


Course 8. Modeling. 
Course 9. Figure Composition. 
Course 14. History of Art. 
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Evening Hine Art Course 
Grading to Diploma 


This course is planned primarily for students 
who wish to become designers. 
First YEAR :* 
Course 1. Freehand Drawing. 
Course 6. Principles of Design. 
SECOND YEAR: 
Course 3a. Elementary Antique. 
Course 7. Applied Design. 


THIRD YEAR: 
Course 3b. Advanced Antique. 
Course 8. Modeling. 
FOURTH YEAR: 
Course A. Life Class (or advanced work 
in Modeling or Designing). 


XFor full description of courses, see pages 8—17. 
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Mechanics’ Course 
Grading іп Diploma 


A course in mechanical drawing, mathe- 
matics, applied mechanics and machine design, 
intended for mechanics who wish to advance 
themselves, and for others directly connected 
with the manufacturing trades. 

The aim throughout is to teach only the 
essentials, omitting those branches of the sub- 
jects treated that do not find continual applica- 
tion in practical work. 


First YEAR :* 


Course D. Mechanical Drawing. 
Course E. Mathematics. 


SEcOND YEAR: 
Course F. Advanced Mechanical 
Drawing. 
THIRD YEAR: 


Course H. Applied Mechanics. 


*For full description of courses, see pages 18--21. 
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Chemistry Course 
Leading іп Diploma 


Ев 


This course is planned to bear directly upon 
the industries of the city by giving a thorough 
knowledge of elementary chemistry. 


First YEAR :* 

Course J. General Chemistry. 
SECOND YEAR: 

Course K. Analytical Chemistry. 
THIRD YEAR: 


Course L. Applied Chemistry. 
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Elvririral Course 
Trading to Diploma 


The work of this course is planned to sup- 
plement the daily work of men engaged in the 
electrical trade. The classes are open to any 
one, but the diploma is granted only to appren- 
tices and journeymen who are regularly regis- 

‘tered as such with the electrical trade of 
Trenton and vicinity. 


* For full description of courses, see pages 28—24. 
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FIRST YEAR:* 


Course C. Architectural Drawing. 
Assigned readings from stand- 
ard works on Physics and 
Electricity. 
SECOND YEAR: 


Course M. Wiring. 


THIRD YEAR: 


Course N. Elementary Electrical Theory 
and Practice. 


Upon the completion of the work outlined 
above, courses in freehand drawing and design- 
ing (courses і and 6), are open to those who 
wish to make a special study of electric fixture 
designing. 
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Arrhitertural Braming Course 
Trading іп Diploma 


This course is planned to give carpenters, 
masons and others interested in the building 
trades, a thorough training in the branches of 
mechanical drawing that bear directly upon 
the building trades. It also offers students 
who intend to study architecture valuable train- 
ing in drawing and designing. 


“Бог full description of courses, see pages 18 and 24—25. 
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АП who follow this course are strongly urged 
to take in addition the course in mathematics 
(course E, page 19). 


FIRST YEAR :* 


Course C. Architectural Drawing. 


SECOND YEAR: 
Course I. Advanced Architectural 
Drawing. 


Тнівр YEAR: 


Course P. Architectural Design. 
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Special Courses 


Any student is at liberty, after satisfactorily 
completing the work of course 1 (Freehand 
Drawing), to specialize in drawing, design- 
ing, painting or modeling. 

Students are at liberty to elect the work of 
any course offered, providing they can demon- 
strate their ability to undertake the work. 


* For full description of courses, see pages 18 and 22—23. 
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Graft Classes 


Classes in any branch of the art crafts will 
be organized if a sufficient number of students 
apply to warrant the employment of instructors. 


ہے ہے 
Certificates‏ 


The school gives a certificate each year, in 
each course, to students who attend ninety per 
cent. of the sessions of the course and perform 
the work to the satisfaction of the instructor 
and the Director of the school. 


P 
Rercord nf Students“ Murk 


A record of students’ work, open to parents 
and employers, is kept by the school. 

A grade of seventy-five per cent. must be 
made in elementary courses before advanced 
courses can be entered. 
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Exhibitions and Terfures 


The well-known Maddock Collection of 
China, presented by Sidney Maddock, Esq., of 
Brooklyn, in memory of Mrs. Alice M. Mad- 
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dock, to the city of Trenton, is permanently on 
view. Тһе musuem is constantly receiving 
accessions. 

Exhibitions of paintings, original illustra- 
tions, Japanese prints, and arts and crafts pro- 
ducts are held frequently. 

Students’ works receiving Honorable Men- 
tion at the annual June exhibition are reserved 
as the property of the school for permanent 
exhibition. 

A course of illustrated lectures upon art and 
allied subjects is given each year by members 
of the faculty and others. 

The Reading Room contains the leading 
American and European art periodicals. The 
Public Library of the City of Trenton—very 
strong in its Fine Art Section—and the New 
Jersey State Library are open to students. 

Room and Board can be secured for $4.50 
to $7.00 per week. 

Materials for work can be purchased at the 
school at reduced rates. 


”ж 
Prizes 


Prizes are awarded only to students who 
secure a certificate for the year of work, for 
which the prize is offered: 

The bequest of James D. Tantum, M.D., 
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yields %5о.оо annually. This is awarded to 
students who execute the best sets of works in 
the Fine Art Courses. 

The Maddock prize of $25.00 is awarded for 
designs for ewers in Course B—Porcelain 
Designing and China Painting. 

Тһе Adams Electric Company prize of $10.00 
is awarded to the apprentice in the employ of 
this company who executes the best set of 
works in Course C. 

The Garret D. W. Vroom prize of $10.00 is 
awarded to the student who executes the best 
set of illustrations in Course 5—Head and 
Costumed Model, and Course A—Life Class. 

The Garret D. W. Vroom prize of $15.00 is 
awarded to the three students whose work 
shows the greatest improvement during the 
year. 

A friend of the school offers a prize of $5.00 
to the student in the evening section of Course 
1 (Freehand Drawing) whose work shows the 
greatest improvement during the year. 

The Benedict C. Kuser prize of $25.00 is 
awarded to students who execute the best sets 
of works in Mechanical Drawing—Machine 
and Architectural Courses. 
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Mees 


All fees are payable in advance. No fees 
are returned. 

All students must pay each year an enrol- 
ment fee of $2.00. 

Additional fees for day classes—$10.00 per 
year, or $6.00 per term, or $2.00 per month. 

Additional fees for the bookbinding classes 
—$8.00 per year for the evening class, $38.00 
per year for the day class. 

Graduates of the school are admitted to any 
day course for advanced study upon payment 
of the enrolment fee. 

A laboratory fee of $3.00 is charged students 
in the chemistry and ceramic courses for 
materials. 

No additional fee is charged for the Juvenile 
Classes or for the Teachers' Class. 

The enrolment fee admits students to any 
one of the lecture courses (Courses 10, II, 12, 
13, 14). 

Students are at liberty to enter the school at 
any time. 
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Mees 


All fees are payable in advance. No fees 
are returned. 

All students must рау each year an enrol- 
ment fee of $2.00. 

Additional fees for day classes—$10 oo per 
year, or $6.00 per term, or $2.00 per month. 

Additional fees for the bookbinding classes 
—$8.00 per year for the evening class, $38.00 
per year for the day class. 

Graduates of the school are admitted to any 
day course for advanced study upon payment 
of the enrolment fee. 

A. laboratory fee of $3.00 is charged students 
in the chemistry and ceramic courses for 
materials. 

No additional fee is charged for the Juvenile 
Classes or for the Teachers’ Class. 

Тһе enrolment fee admits students to any 
one of the lecture courses (Courses 10, 11, 12, 
I3, I4). 

Students are at liberty to enter the school at 
any time. 
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GIVE AND BEQUEATH to the School - 
of Industrial Arts, of the City of Trenton, - ie P LIE 
a corporation created under the laws of — 
the State of New Jersey, for its corporate 
purposes, the sum of. | > - 
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SCHOOL OF INDUSTRIAL ARTS 
OF THE CITY OF TRENTON 


Conducted by The Board of Trustees of Schools 


for Industrial Education of the City of 


Trenton, New Jersey. 


Established (1898) in pursuance of “An Act pro- 
viding for the establishment of schools for Indus- 
trial education,’ approved by the Senate and 
General Assembly of the State of New Jersey, 
March twenty-fourth, one thousand eight hundred 
and eighty-one. 


FOR FURTHER INFORMATION ADDRESS FRANK 
FORREST FREDERICK, DIRECTOR SCHOOL OF 
INDUSTRIAL ARTS, 219 EAST STATE STREET, 
TRENTON, NEW JERSEY. 


Schedule of Classes 1000-10 


MONDAY | TUESDAY |WEDNESDAY, THURSDAY| FRIDAY |SATURDAY 
2 s —— 
COURSE P. M. | Eve. | P. M. | Eve. | P. M. | Eve. | P. M. | Eve. | P.M. Eve. | A. M. INSTRUCTOR 
— Е — — — — 1 — ا‎ а. за س‎ ---- — eI 
Freehand Perspective | % x | x Ж | | Mr. Applegate 
E e 1 RN | GENESIS A — EY 
Light and Shade * ы ae ж | | Mr. O'Keefe 
j ешеш Antique ESO Rs v Ж Я | E : * d M ; Ж? Mr, MacGinnis 
occum P ff!!! Е аа. 
Still-life Painting ж ж | | * Ё | Mr. MacGinnis 
Portrait Painting | ж * WEDO * E EIE (уз ЕТ P ТЕЛ | Mr. MacGinnis 
Designing S * * 1% 5 ж ж | Mr. O'Keefe ГЕ? 
Advanced Designing 752 x WEN Я * it . a « | P Mr. O'Keefe 
Modeling | * МЕ 3 ы) | Я E MES * j % 5 E Mr. Applegate 
Figure Composition ж | |; n ; | | Mr. MacGinnis 
— 2 | 236 A Ц за as 
Artistic Anatomy | * Mr. MacGinnis 
— т елен — F йуз сч — 2, 
History of Art Че С 995 RES D Mr. Frederick 
Mechanical Perspective ies M * | ДЕ?” Mr. Frederick 
Teachers! Class n { = E 5 | Ё 9:30—11:30 Mr, MacGinnis 
Juvenile Class ЕСІГІ БА. x i Ms 1 9:30—11:80 | Miss Weart 
ne TENE | | THE | | r | 9:80-0 E Long 
Bookbinding 1 ы d: Т) р | ж g * КОП | m | Miss Provost A 
Metalworking ғ * | * | | | E 8 | UE | | Mr. O'Keefe д, 
|| | — F 
Liſe Class Ы | | | * | | x | Mr, MacGinnis 
Porcelain Designing m rE 5 ШЕ оз. 
Architectural Drawing x ы M Mr. Johnes 
—— 22 Е —__ = | SARS 
Mechanical Drawing "E * 3 à . NS C M os — Боза 
Mathematics x | ж Mr. Morrison 
Adv. Mech. BEND m po M m ERU со? Б EZA: Mr, Morrison 
Applied Mechanics m nn ШИ ШОС ы AB Ее | $ мы МА 
Ы UD wi — — E E E 
Adv. Arch. Drawing Ж | $ | | Mr. Acock 
General Chemistry Em ШЕ i* | ED Е | М. Stover EE 
Analytical Chemistry we т ж E | EU RE 5: | SORE ЖҰ». 
Каш (Cheats E E ! Ec Е: КУ ise | Мг. Mumper 
Ceramics * = | ШЕ?” | ҚУЫ ЕН E Bleod 
Architectural Design * | 2 is Й | | ЕТІ 
Commercial Illustrations E x | E^ : | | М. Hinds 
Ornament al О О + | y ME m | Ir. Applegate 
— = ن ےا ااا‎ == ЕЕЕ 
— . 
иек және ͤ- I - | ےا ا‎ | 


indicates days upon which classes are in session. 


Afternoon classes аге in session from 2 to 5. Evening classes from 7:80 to 9:20. 
| 


| 
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Courses of Study 


Students are at liberty to enter any elementary class at 
any time. То enter advanced classes, students must prove 
their ability to profit by the instruction given. 


'The School Grants Six Diplomas 


For the Fine Art Course. 

For the Art Teachers’ Course. 
For the Evening Fine Art Course. 
For the Mechanics' Course. 

For the Chemistry Course. 

For the Architectural Course. 


Fees 


All students pay an enrolment fee of $2.00 each year 
upon entering the School. There is no additional fee for even- 
ing or Saturday classes. For afternoon classes there is an 
additional fee of $10.00 per year or $2.00 per month. For 
Chemistry and Ceramic courses there is a laboratory fee of $3. 


Calendar 


1909 
Enrolment Evenings, September 16th, 17th, 18th. 
Classes Organize September 2oth. 
Christmas Vacation begins December 23d. 
1910 
Christmas Vacation ends January 3d. 
Classes end May 31st. 
Annual Exhibition, June ist, 2d, 3d, qth. 
Graduation Exercises, June 4th. 
Enrolment Evenings, September 15th, 16th, 17th. 


Smith, Printer. 


